Interior  of  the  Sanctuary 

built  in  1957 
on  753  Highland  Ave. 
in  Eau  Gallie,  Florida 
by  the 

ST.  PAUL'S  METHODIST  CHURCH 


Thanks  for  visiting 
us  recently*  We  inra&te 
you  to  come  as  often 
as  you  can  and  enjoy 
our  services* 
Sincerely, 

St.  Paul's  Methodist 
Church* 

Mrs.  J.  A.  Seawright 


Mrs.  Barbara  Burr, 
505  Neiman  Ave., 
Melbourne ,  Fla . 


